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Message: Re: New system PIN 


Ki Re: New system PIN 


From 

To 

Cc 

Journal 

Recipients 


Laura Griggs 
Kraft, Emily 


Date Thursday, January 5, 2017 1:37 PM 


Emily.Kraft@oa.mo.gov 


Sorry to bother you again. I got the account all set up and made it to the new A2A login page, 
but when I put in the access code from the setup email it says that it is incorrect. Any ideas? 

From: Kraft, Emily 

Sent: Thursday, January 5, 2017 1:20:06 PM 

To: Laura Griggs 

Subject: RE: New system PIN 

Yes, you will still be using the old system until the new contract is awarded. 


From: Laura Griggs [mailto:treasurer@faithmaternity.com] 

Sent: Thursday, January 05, 2017 1:20 PM 

To: Kraft, Emily 

Subject: Re: New system PIN 

Ok tha nk you I will get that set up today. 

I just want to double check that you are still wanting us to put the december billing in the old 
system since the new grant year hasn't started yet? 

Laura 

From: Kraft, Emily < Emilv.Kraft@oa.mo.gov > 

Sent: Thursday, January 5, 2017 1:16:04 PM 

To: Laura Griggs 

Subject: RE: New system PIN 

Hi Laura, 

Your codes have probably all expired by now, so I went ahead and sent you a new access email. You 
will need to use the most recent email’s codes. Your PIN is c4eed 

If you need any help, please feel free to call me. 

Thanks, 


Emily Kraft 

Alternatives to Abortion Program Manager 
Truman Building, Room 430 


about:blank 


9/12/2018 









Print 


Page 2 of 2 


Jefferson City, MO 65102 
Phone: (573) 522-0003 


From: Laura Griggs r mailto:treasurer@faithmaternity.com l 
Sent: Thursday, January 05, 2017 1:12 PM 
To: Kraft, Emily 
Subject: New system PIN 

Hi Emily - 

I was just noticing that I don't think I have received my PIN yet to test out the new system? I 
kn ow we've had some holidays in the in between so if I just need to be more patient I can do 
that! 

Thanks 

Laura 


about: blank 


9/12/2018 







